Federal Urdu University of Arts Science & Technology, Islamabad. 


Department of Applied Physics 

M.Phil (Applied Physics) Spring 2012 Evening Shift 
1 st Merit List 

The following candidates are selected for admission in M.Phil Applied Physics 1st Semester spring 2012 Evening Shift, provisionally subject to 
verification of original documents. The selected candidates are directed to contact the admission office , along with original documents. 


Sr.No 

Form No. 

Name 

Father Name 

NTS 

1 

752 

Ahsan Saleem Shigri 

Saleem Akhtar Shigri 

Yes 

2 

970 

Bilal Ahmad 

Muhammad Bashir 

Yes 

3 

842 

Kamran Aslam 

Muhammad Aslam 

Yes 

4 

727 

Muhammad Umar Khalid 

Muhammad Khalid Abbasi 

Yes 

5 

A-66 

Atta Ullah jan 

Shad Muhammad 

Yes 

6 

865 

Nousheen Mehboob 

Mehboob Alam 

Yes 

7 

778 

Zahid Gul 

Khaista Gul 

Yes 

8 

913 

Samina Anwar 

Muhammad Anwar 

Yes 

9 

844 

Ihikhar Khan 

Noushad Anwar Baig Khan 

Yes 

10 

A-75 

Anum Fazail 

Muhammad Fazail 

Yes 

11 

899 

Waqas Ali Haider 

Wahid Mahmood 

Yes 

12 

A-76 

Shakil Ahmed Nisar 

Nisar Ahmad 

NO 

13 

A-77 

Adnan Alam 

Abdul Hadi Khan 

NO 

14 

924 

Awais Ahmad Raja 

Raja Muhammad Afzal 

NO 

15 

909 

Muhammad Tahir 

Muhammad Sadiq 

NO 

16 

1224 

Sajid Imran 

Ain Ul Haq 

Yes 


Note: The admissions of the candidates with awaited results are subject to the submission of their final DMCs at the time of admission. 
In case of non-submission of the said documents your admission will be cancelled. 


Dr Riaz Muhammad 
HOD 

Applied Physics 


